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§•  /Hassael^usetts    Ipstitdte   of   ]eQf}j)o\o<^y. 


P^^^ROM  the  rriaqy  interestiqg  features  of  the  Massach[usetts  Institute  of  Tecl^qology  these  views 
1^^^^'  are  prepared,  as  preser\tirig  in  a  limited  degree  the  rr|ost  important  characteristics  of  tlqe 
institutioq, 

The  collection  corisists  of  twenty  views.  The  prints  are  nqade  direct  from  photograpl^ic  qegatives 
by    th[e   Bostor|    Pl^otogravure  Company,  aqd  are  executed   in  the  most  artistic  maqqer, 

To  the  studeqts  iq  the  Institute  of  Tecl^nology  th[is  book  affords  a  pleasiqg  preseqtatioq  of 
fanqiliar  subjects  iq  souveqir  form,  To  otiqers,  tl^e  collectioq  presents  a  limited  view  of  th[e  labora- 
tories aqd  worksh[ops  of  tl^is  celebrated  institutioq  of  tech[nical  training, 

HENRY  LEWIS  JOHNSON, 

214  Clarendon  Street,   Boston. 


ROGERS  AND   NEW  BUILDINGS. 


MAIN   CORRIDOR,  ROGERS  BUILDING. 


HUNTINGTON  HALL,    ROGERS  BUILDING. 


BIOLOGICAL  LABORATORY,  ROGERS    BUILDING. 


MECHANICAL  ENGINEERING   DRAWING   ROOM,   ROGERS  BUILDING. 


ASSAYING    LABORATORY,   ROGERS  BUILDING. 


METALLURGICAL  LABORATORY,   ROGERS  BUILDING. 


MECHANICAL  ENGINEERING  LABORATORY,  ROGERS  BUILDING. 


ROGERS  GENERAL  LABORATORY  OF  PHYSICS,  NEW   BUILDING. 


ROGERS  ADVANCED  LABORATORY  OF  PHYSICS,  NEW  BUILDING. 


ELECTRICAL  LABORATORY,  NEW  BUILDING. 


DYNAMO  ROOM,  NEW  BUILDING. 
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ARCHITECTURAL  DRAWING  ROOM,  NEW  BUILDING. 
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CIVIL   ENGINEERING   DRAWING  ROOM,   NEW    BUILDING. 


LABORATORY    OK   SANITARY   CHEMISTRY,  NEW   BUILDING. 


KIDDER   LABORATORY    OF  GENERAL   CHEMISTRY,   NEW   BUILDING. 
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M.   I.  T.   CORPS  OF  CADETS,  CLASS    OF  '92. 


MECHANICAL  LABORATORY,  (CARPENTER  SHOP). 


MICIIANK.AI,    I  AI'-OI^Aini/Y    (MA(,IIINI-.   SHOP). 
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MECHANICAL  LABORATORY   (FORGE  SHOP). 
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